Sir George Williams University 1455 de Maisonneuve St. Montreal 107 879-2867 or 879-2863 
May 23, 1973 


NEWSMEN TREMBLE AS §$.G.W.U. SHAKES! 
(Come sit in on an earthquake this Thursday) 


The press will have an opportunity to experience how it feels to be in a building 


during an earthquake this Thursday at Sir George Williams University. 


The largest seismic simulator of its kind in Canada has been developed by SGWU's 
civil engineering department. It reproduces the actual stresses and strains of an” 
earthquake so that new theories for quake-resistant buildings can be tested in the 


lab. 


Built at a cost of $60,000, the 20 by 13 foot hydraulically-operated earthquake 


machine is only one aspect of a program to develop cheaper and faster systems of 


construction. The building to be used in the test ~ one of the university's System 
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Building Centre's panelized prototypes - is expected to yield significant results i 


the low-cost housing field here, especially in the developing north, and abroad. 


The demonstration is being held as part of a ceremony dedicating the structures lab 


as the Albert E. Sargent Memorial Laboratory. Mr. Sargent was university coordina- 


tor for construction of both Hall and Norris buildings. Thursday, May 24 at 5:30_ 


Maicolm Stone 
Information Officer 


Université Sir George Williams 1435 rue Drummond Montréal 107 879-2867 ou 879-2863 


Le 23 mai 1973 


Les membres de la presse auront L'occasion d'expérimenter ce que l'on peut ressen- 
tir lorsqu'on se trouve dans un b&timent lors d'un tremblement de terre. Cette 


expérience aura lieu jeudi 4 l'Université Sir George Williams. 


Une machine Aa créer des tremblements de terre, la plus grande de la sorte au Canad 


WO3/ NMS 


a été développée par le département de génie civil de Sir George afin de tester en 
laboratoire les nouvelles théories se rapportant aux batiments résistant aux trem- 


blements de terre. 


Cette démonstration fera partie d'une cérémonie consacrant le laboratoire des stru 
tures en Laboratoire Albert E. Sargent. (M. Sargent était le coordonnateur de 


l'Université lors de la construction des édifices Hall et Norris.) La cérémonie 


a L'angle de Maisonneuve et Bishop. 


Malcolm Stone 
Directeur de l'information 


